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4.2 L STANDARD SYNC NAGRA 
Price List - Effective 1/1/74 


NAGRA 4.2L Synchronous Recorder 
Including: 1 QCP Pilot Cable 


INTERNAL MODULES - Select one or two preamplifiers, add other 
modules before or after purchase (For IV & 4.2) 


QPSE-200-XOYO (Can be strapped for 50 ohms) General use 


QPM 3-5 Por Sennheiser Static 5 MKH 105, 405, 415, 805 & 815 
Neumann Type KM 73, 74 & 76 

QPM 3-4 Sennheiser Static 4 MKH 104, 404 & 804 

QPM-6 High Level Input (For additional "Line Input") 

Add ALC For Automatic Mixing of Speeches, Meetings, 
Interviews, but not for Dramatic Sound Recording 

Add QFM Camera Speed & Flicker Indicator (50 Hz units also 
available) 

Add QSLI Self Resolver & Sync Playback 

Add QGX-60 Time Sync Generator eliminating cables when working 
with crystal controlled camera (Can be strapped for 
50 Hz.) 


ACCESSORIES FOR NAGRA III, IV & 4.2 


HTN "Eveready " Case (For III) 

HTP "Eveready" Case with Pocket (For III) 

QHT "Eveready" Case (For IV, 4.2, S & J) 

QHTP "Eveready " Case with Pocket (For IV, 4.2, S & J) 

ATN-2 Sync Transformer & Power Supply w/cable 
(For III, IV, 4.2, S &J) 

QCAA Replacement Power Cable for ATN-2 

BS External Mic-Line Preamp (50 or 200 ohms dynamics) 
(For III, IV & 4.2) 

AMC External to Line Preamp (For Neumann KM 56,63 & 64) 

AMS External to Line Preamp (For Sennheiser MKH 104, 
404, 804) 

QPLE-200 External Preamp, Connected to a Dynamic 200 ohm mic. 


and fed by preamp QPM 3-5 


SEE YOUR NAGRA DEALER 


$2,487.00 
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ACCESSORIES FOR NAGRA III, IV & 4.2 


BMT 3 Mic Mixer with Input Transformer 307.45 
(For III, IV & 4.2) 

CB Replacement Cable for BMT (For III) 16.55 

QCB In-line Amp-Adaptor (For IV & 4.2) 75425 
PAR Charger for Nickel Cadmium Batteries 73410 

(Use with ATN for III, IV, 4.2, S &J) 

CP Replacement Pilot Cable {For III) 15.05 

QCP Replacement Pilot Cable (For IV, 4.2, S &J) 15.05 

SLO Resolving Synchronizer (For III, IV, 4.2, SL & SJ) 795.50 
CL Replacement Cable Set for Connection SLO (III) 23.65 
QCL In-Line Amp SLO to IV or 4.2 79,59 

QSV-1 Speed Varier (For IV) 110,95 

QSV-2 Speed Varier (For 4.2, Stereo & SJ) 110.95 

SVN-7.5 Speed Varier (For III @ 7.5 ips) 79.55 

SVS-15 Speed Varier (For III @ 15. ips) 79.55 

QHC Replacement Carrying Strap 11.60 

QHP Replacement Carrying Handle 23.65 

DT-96 Beyer Headset 50 ohms (For III, IV, 4.2 & J) 47.50 

DT-480 Beyer Headset 50 ohms (For III, IV, 4.2 & J) 90,00 

DT-48SN Beyer Headset 50 ohms (For III, IV, 4.2 & J) 120.00 

DHA Portable Loudspeaker 6 Watt (For III, IV & 4.2) 380.55 

(Specify Recorder Type) 

CH Replacement Cakle for DH or DHA 15.05 
QFC Couples Two IVs for Continuous Recording 75.25 
QPC Sync Transformer & Filter for Multi-Duty Motors 165.55 

(For IV & 4.2) 

TSG-560 60 Hz Time Sync Generator (For III) 225.00 
CA Remote Start Stop Cable (For III) 23.65 
QCA Remote Start Stop Cable (For IV, 4.2, Stereo & SJ) 23,65 

NAGRA CABLES 

MICROPHONE CABLES AND ADAPTERS Arriflex (Early) to NAGRA 

(2-wire with shield) 4... oo coe tens tevateeviey ves seteetereeveesees- 619.60 
4’ Microphone cable w/XL plugs .................. .$23.10 25’. suséeistinecan ebm) ase: sinanen ou wpsionsimrinsasecions. SUL 
25’ Microphone cable w/XL plugs 000-0 29.40 BF ck es grapescetnivsedns ealstectnaeeides. saPasasiadedon 29.40 
50’ Microphone cable w/XL plugs .................. 36.40 

100’ Microphone cable w/XL plugs ............. -.. . 43.40 SYNC—BLOOP CABLES 

Adapter 1’ 3-pin XL Fe to 3-pin XL Fe ............... _ 19.60 Arriflex S, M, BL or 35mm also'Eclair NPR * 

Adapter 4’ 3-pin Cannon XL M to 3-pin BP x oe stensiteie w. Sinne 1 salt Saher RRA aah 

Tuchel Fe (for foreign microphones) ............... 19.60 DP i a akc ads bishancSebecuew tenn nessiate have aesemesrteustees 29.40 

Three section collapsible microphone BOP oocccscn dace peaarereesaencs i Geax emda eee a we esa 36.40 


fishpole with cable ........ .. 


NOTE: The Ryder Magnetic Sales Corp, new type 2-wire micro- 
phone cables will pick up less radio and static than the 
old standard 3-wire microphone cables. The 2-wire cables 


Specify camera make, model, number of pins and type of 


socket. * (Add $13.29 for ACL Cables) 


are compatible with 3-wire cables, 


SYNC CABLES 
Ryder Generator to NAGRA 


AY cs whesptee sotantiamtew tar qe diehoignbdecien tans tesBhenaeeueeines 16.80 
BY scutes sate ical ca se cain te erersela dies He] SERRE 21.00 
BO narccleesanh @ ai Gemuce amas see AadeeBesetpaten ... 26.60 


CONNECTORS, PLUGS AND FUSES 


Tuchel 3, 4, 6 and 7-pin cable or panel 
connectors ........ 


NAGRA Banana Plugs ......... Galeeapivoreiosinareceecs pr. 1.00 
Metric size fuses for ATN and SLO........ five for 1.50 


ALL PRICES ARE SUBJECT TO CHANGE WITHOUT NOTICE. 


March 20, 1973 
NAGRA 4.2 RECORDER 
Prices Effective March 1, 1973 
(Refer to Nagra Brochure Feb. 2, 1973) 


NAGRA 4.2 L...... $2100.00 

QPSE-200-XOYO ... 70.00 

OPM 3-5 sscewen ve 70.00 

OPM 3=4 si csacsns 46.00 

OPM=6 ksaesnew as 46.00 

Be atmenneneas we 240.00 

QFM-60 .......... 132.00 

GEL ij wwacbie can 2s 140.00 

ee vewnewhawedee 256.00 
OT iveseosens § 52.00 OGY «ss dee eee $ 94.00 
OEP ssateweren 60.00 QSV-2 .....--- 94.00 
HiN adavetsnvae 58000 SV 7-5..-e2+-- 68.00 
DHA .ccovscens 322.00 CVRI5 sc nee wen 68.00 
ATN-2 .....-+-. 88.00 TSG 560 sis vns 225.00 
BS s24caaeseces 94.00 PAR cscsessses 62,00 
AMC ccxessasamw Cae00 DT O96 secscsee 42,50 
AMS scscreevee 74.00 DT 480 ....... 80.00 
BMT iscavssess 260,00 DT AGSN wcewas 110.00 
OG vivecanuns 64.00 RLG . sess eee 240.00 
SIO csiwncvess 600.00 QFM-60 ...... 132.00 
OGL scasxeceas 6800 OGE! wasduacws - 140.00 
OCL-S se uex eee s 80.00 QGX-60 ......- 256.00 
OPC os weeeaaues 64.00 WN ced eva ua NA 
OFC sxcekakas 140.00 


NAGRA CABLES 


4' Mic (XL/XL) .. $23.10 Os cinh eine ... $19.60 
25' Mic (XL/XL) .. 29.40 SG? seseeuews eas 23.80 
50' Mic (XL/XL) .. 36.40 Bi) pea selmens .. 29.40 
100' Mic (XL/XL) .. 43.40 . 
Adapter 4'(XL/TU).. 19.60 Sync-Bloop (Arri & NPR) 
FIShpOle segseeeee 132.00 ane caw ova S25e10 

Oe nde cae nd . 29.40 
Sync Cables (Ryder Gen) 60) «wea wes sey 30040 
; * (Add 13.29 for ACL Cables 

2 Gn en ee og ge uchel Plugs ..... 3.75 
oa ee 26.60 Banana Plugs..... 1.00 pr. 
SOU seceeees oes ° FUSES .eeceaeee 5/1.50 


SEE YOUR NAGRA DEALER 
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